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T affords us pleasure to submit our catalogue No. 33. A careful scrutiny of the following pages we 
sincerely hope may be an agreeable and interesting task, and we trust inure to our mutual profit. We 
are confident that the offerings here made will fully sustain our past reputation of being preeminent 
in the production of clocks, that, quality considered, are the cheapest in the world. 

Many of the patterns shown in our former catalogues have been retained, because of their deserved 

popularity and the large demand for them. The new designs will be found up-to-date in every 

particular, and while differing materially in styles to the older products, are not so radical as to raise any doubt as to 

their insured popularity with the clock buying public. In other words, we design clocks perfectly adapted to existing 

trade requirements, making special effort to produce styles which always find ready sale. 

"Quality and Reliability" has been the watchword for three-quarters of a century of uninterrupted growth and 
development, always leading in the adoption of what is most modern and best in construction and design, yet 
governed in all by a conservatism born of a life time devoted to the business. 

Proficiency and experience on the part of superintendents and workmen, the use of the best material that money 
can buy, the adoption of the best known methods and processes of manufacture that science and experience in the 
art of clock making have sanctioned, together with extreme care and attention to details at every stage of manufac- 
ture, have won for Ingraham Clocks a reputation equalled by few and surpassed by none. 



Our process of enameling produces a surface and lustre superior in appearance and durability to the finest 
imported work, the only process ever developed perfectly adapted to the purpose. Our Oak cases are varnished by 
immersion, thoroughly coating the case inside and out, which makes an extremely homogeneous and beautiful finish. 
Every clock is run and thoroughly tested before it leaves the factory and with proper usage is warranted a correct 
time keeper. 

We shall continue to distribute our product through the medium of the jobber, making such liberal discount as 
will enable him to secure highly satisfactory profits, and yet meet the competition of those manufacturers who sell 
direct to the trade. While the positive advantage of this policy to the jobber is apparent, it is at the same time quite 
as beneficial to the retailer who enjoys every advantage in price, etc., that accrues from dealing direct with the manu- 
facturer, and is assured much more prompt delivery at a minimum cost for transportation on account of his proximity 
to the source of supply, the warehouse of every jobber being a local depot for the distribution of Ingraham Clocks. 

Notwithstanding the fact that our business has expanded enormously in the past few years, we have been able at 
all times to give our patrons excellent service, by increasing our facilities, in the way of erecting new and larger build- 
ings and installing much new and special machinery and labor saving devices, and are to-day better prepared than 
ever before to give our customers prompt and efficient service. 

THE E. INGRAHAM COMPANY. 
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The Standard (Nickel Alarm) packed fifty in a box. 
All Enameled clocks packed singly. 

All Oak and Walnut Mantel clocks packed six in a box. 

All Kitchen Hanging, Drop Octagon and Dew Drop clocks packed six in a box. 
All other Hanging clocks packed singly. 

When clocks are packed regularly six in a box, an additional charge of eight cents net per 
clock is made for packing singly. 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, iof Inches 

Length of Base, 10 Inches 



WIZARD 

$6.40 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, ii Inches 

Length of Base, 10 Inches 



IVAN 

$6.55 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, iof Inches 

Length of Base, nh Inches 



OPAL 



,5.75 



10 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, ii Inches 

Length of Base, 12 Inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




ACME 

$7.00 



Dial, 5 Inches 

Height, 1 1 J Inches 

Length of Base, icf Inches 

Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




MARBLEITE, No. 5 

$7.00 



White or Fancy Dial 

Dial, 5 Inches 

Height, ii Inches 

Width, io Inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




CUTE 

$7.00 



White or Fancy Dial 
Dial, 5 Inches 
Height, 1 1 Inches 
Width, 10 Inches 



M 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, n Inches 

Width, 10 Inches 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




White or Fancy Dial 

Dial, 5 Inches 

Height, 1 1 Inches 

Width, 10 Inches 



BUDGET 



$7.00 



i6 



THE E. INGRAHAM CO., BRISTOL, CONN. 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 
Height, iof Inches 
Length of Base, 10 Inches 
Marbleized Mouldings 



REX 

$7.25 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




PRINCETON 

$7.25 



Dial, 5 Inches 

Height 1 if Inches 

Length of Base, 12 Inches 

Marbleized Columns 



i8 
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Eight Day 

Patent Regulator 

Flour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, ii Inches 

Length of Base, 

i~jh Inches 

Imitation Onyx Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 1 1 Inch es 

Length of Base, 

1 7 J Inches 



SHIMOSA 



$7.60 



20 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 9^ Inches 

Length of Base,i4^ Inches 

Marbleized Mouldings 



ALAMO 

$7.75 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




FOCUS 

$7.95 



Dial, 5 Inches 

Height, ii Inches 

Length of Base, 15^ Inches 

Marbleized Mouldings 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, iof Inches 

Length, of Base 

1 6 Inches. 

Marbleized Mouldings 



JEWEL 



$8.10 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, iol Inches 

Length of Base, 1 1 Inches 

Imitation Onyx Columns 



24 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, ii Inches 

Length of Base, 17^ Inches 

Marbleized Mouldings 

and Columns 



REGENT 



$8.20 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




RUBY 

$7.00 



White or Fancy Dial 

Dial, 5 Inches 

Height, 1 if Inches 

Length of Base, n| Inches 



26 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




LUZON 

$8.20 



Dial, 5 Inches 

Height, n Inches 

Length of Base, 15^ Inches 

Marbleized Mouldings 

and Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 




MARBLEITE No. 2 

$7.00 



White or Fancy Dial 
Dial, 5 Inches 
Height, n Inches 
Width, 10 Inches 



23 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 1 1 Inches 

Length of Base, 15^ Inches 

Marbleized Mouldings 

Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




YALU 

$7.30 



Dial, 5 Inches 

Height, 11 Inches 

Length of Base, i6i Inches 

Marbleized Columns 



3Q 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




GALATEA 

$8.50 



Dial, 5 Inches 

Height, ii Inches 

Length of Base, 

17^ Inches 

Marbleized Mouldings 

and Columns 



THE E. INGRAHAM CO., BRISTOL, CONN. 



3i 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 11 Inches 

Length of Base, 

17^ Inches. 

Marbleized Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




EMPRESS 

$8.75 



Dial, 5 Inches 

Height, ii Inches 

Length of Base, 

17^ Inches 

Marbleized Mouldings 

Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 1 1 Inches 

Length of Base, 15 Inches 

Imitation Onyx or 

Metal Columns 



CEYLON 



$8.35 



34 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




ANCHOR 

$8.75 



Dial, 5 Inches 

Height, ii Inches 

Length of Base, 

17 J Inches 

Marbleized Mouldings 

Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, ii Inches 

Length of Base, 

17^ Inches 

Marbleized Mouldings 

and Columns 



36 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




MORESQUE 



Dial, 5 Inches 

Height, 1 1 Inches 

Length of Base, 15 Inches 

Marbleized Mouldings 
Imitation Onyx Columns 



$8.80 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




ARVERNE 

$8.75 



Dial, 5 Inches 

Height, 12 Inches 

Length of- Base, 15 Inches 

Imitation Onyx or 

Metal Columns 



38 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




ALCAZAR 

$8.80 



Dial, 5 Inches 

Height, 12 Inches 

Length of Base, 12 Inches 

Imitation Onyx Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




DOVER 

$8.75 



Dial, 5 Inches 

Height, 1 1 Inches 

Length of Base, 

i6£ Inches. 
Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 12 Inches 

Length of Base, 15 Inches 

Marbleized Mouldings 

Metal Columns 



FALCON 

$8.90 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, n£ Inches 

Length of Base, 16J Inches 

Imitation Onyx Columns 

Marbleized Mouldings 
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THE E. INGRAHAM CO., BRISTOL CONN. 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




AMAZON 

$9.00 



Dial, 5 Inches 

Height, 12 Inches 

Length of Base, 15^ Inches 

Metal Columns 
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:s%«*/ n 



WW 



Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




BETA 

$8.90 



Dial, 5 Inches 
Height, n| Inches 
Length of Base, 13^ Inches 
Imitation Onyx or 
Metal Columns 
Marbleized Mouldings 



44 
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Eight Day 

Patent Regulator 

Hour Cathedral Gon£ 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 12 Inches 

Length of Base, 

16^ Inches 

Marbleized Mouldings 

Metal Columns 



FLORIN 

$9.25 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 

Dial, 5 Inches 




Height, 12 Inches 
Length of Ease, 

i6.\ Inches 

Imitation Onyx 

Columns 

Marbleized Mouldings 



4 6 
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Eight Day 

Patent Regulator 

Hour Cathedral 

Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 12 inches 

Length of Base, 

17^ Inches. 

Marbleized 

Mouldings and 

Columns 



MONARCH 

$9.50 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, 1 1 1 Inches 

Length of Base, 15! Inches 

Hand Decorated 

Porcelain Columns 

Imitation Onyx or 

Metal Columns 



ERNA 



Porcelain Columns, $9.25 Imitation Onyx or Metal Columns, $8.75 



4 8 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




AMHERST 

$9.50 



Dial, 5 Inches 

Height, 12 Inches 

Length of Base, 

i6| Inches 
Metal Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 

Dial 5 Inches 




DIADEM 

$9.25 



Height, i 2 Inches 
Length of Base, 

i 6 Inches 

Imitation Onyx 

Columns 

Marbleized Moulding 



5c 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




Dial, 5 Inches 

Height, ri^ Inches 

Length of Base, 

16^ Inches. 

Imitation Onyx 

Columns 



GALAXY 



$10.00 
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Eight Day 

Patent Regulator 

Hour Cathedral Gong 

Half Hour Cup Bell 

White or Fancy Dial 




GRENADA 

$9.25 



Dial, 5 Inches 

Height 12 Inches 

Length of Base, 12 Inches 

Hand Decorated 

Porcelain Columns 
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Eight Day 

Patent Regulator 

Hour Cathedral Gone 

Half Hour Cup Bell 

White or Fancy Dial 




urn 



Dial, 5 Inches 

Height, t i Inches 

Length of Base, 

15^ Inches 

Marbleized Moulding 

and Columns 



ERMINIE 



$10.25 
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Eight Day 

Patenl Regulator 
1 lour Cathedra] Gong 

Half Hour Cup Bell 
White or Fancy 1 rial 




I >ial, 5 Inches 

I [eight, 1 1 Inches 

Length of Base,] 4) Inches 

Imitation Onyx 
( 'olumns 



ANTWERP 

Solid Oak — Mission Finish 
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Dial, 12 Inches 
Eight Day, Time, 
Eight Day, Strike, . 
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$7 


00 
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LAKE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list 




Wmsmimfmim) 




CAYUGA — Oak 



ITASCA — Oak 



56 
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LAKE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list 




mmmmmM 



MICHA — Oak 



KEUKA - Oak 
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LMiyi^Al^i 



LAKE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list 





ONEIDA — Oak 



SENECA — Oak 
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ATLANTIC— Oak 



OCEAN LINE 

Dial, 6 Inches 

Height, 23^ Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles — ■ 

Six Clocks in a Box 




PACIFIC — Oak 




THE E. INGRAHAM CO., BRISTOL, CONN. 
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OCEAN LINE 



Dial, 6 Inches. Height, 23^ Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles — Six Clocks in a Box 

FLOWER LINE 

Dial, 6 Inches. Height, 22 Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Six Styles — Six Clocks in a Box 




ARCTIC — Oak 



LILY — Oak 



6o 
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FLOWER LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Six Styles — Six Clocks in a Box 




TULIP — Walnut 



VIOLET — Oak 
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SPRING LINE 

Dial, 6 Inches 

Height, 24 Inches 

Eight Day Strike 

$3.65 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles — Six Clocks in a Box 




MARCH — Oak 



APRIL — Oak 
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SPRING LINE 

Dial. 6 Inches. Height, 24 Inches 

Eight Day Strike 

$3.65 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles — Six Clocks in a Box 

WESTMINSTER 

Dial, 6 Inches. Htight, 24^ Inches 
Eight Day Strike 
$4.35 
Fitted with Alaims or Gongs, 

45 cents additional, list. 
Packed — Six Clocks in a Box 




MAY 



WESTMINSTER 
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NATIONAL LINE 



Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 







CAPITOL 



ML VERNON 



6 4 
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NATIONAL LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 




FREEDOM 



PEERLESS 
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Height, 22 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 
45 cents additional, list 



UNION 



BANNER 
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STAR LINE 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 




URANIA — Oak 



THALIA — Oak 
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STAR LINE 

Dial, 6 Inches 

Height,*23 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 




DIANA — Oak 



VESTA — Oak 
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AURORA— Oak 



STAR LINE 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Strike 

$3.80 

Fitted with Alarms or Gongs, 

45 cents additional, list 




MINERVA -Oak 



THE E. INGRAHAM CO., BRISTOL, CONN, 



69 






WW 




STATE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 







IOWA - Oak 



OHIO — Oak 
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STATE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 




UTAH — Oak 



VIRGINIA - Oak 
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STATE LINE 

Dial, 6 Inches 

Height, 22 Inches 

Eight Day Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 




TEXAS— Oak 



INDIANA — Oak 
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RIVER LINE 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Sttike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 




DELAWARE - Oak 



SUWANEE — Oak 
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RIVER LINE 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 




BRAZOS — Oak 



GILA — Oak 
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RIVER LINE 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Strike 

$3.95 

Fitted with Alarms or Gongs, 

45 cents additional, list 




WABASH -Oak 



NIAGARA — Oak 
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ITASCA HANGING— Oak 



ITASCA HANGING 

Oak 

Dial, 6 Inches. Height, 25^ Inches 

Eight Day Strike 

$4.10 

Fitted with Alarms or Gongs, 

45 cents additional, list 

SUWANEE HANGING 

Oak 

Dial, 6 Inches. Height, 26 Inches 

Eight Day Strike 

$4.55 

Fitted with Alarms or Gongs, 

45 cents additional, list 

Any Oak or Walnut Mantel Clock fitted 
with a Drop Bracket, when so ordeied, 
45 cents additional, list. Level, 15 cents 
additional, list. Calendar, 4c cents ad- 
ditional, list. Thermometer and Barometer 
S5 cents additional, list. 




SUWANEE HANGING — Oak 
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STAR LINE 

Barometer and Thermometer 

Dial, 6 Inches 
Height, 23 Inches 
Eight Day Strike 

$4.35 

Fitted with Alarms or Gongs, 
45 cents additional, list. 
Any Oak or Walnut Mantel Clock, 
fitted with Barometer 
and Thermometer, 
55 cents additional, list 



r ~ ataMBJaB 



DIANA — Oak 

Barometer and Thermometer 




VESTA — Oak 

Barometer and Thermometer 
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STAR LINE 

Barometer, Thermometer 
and Calendar. 

Dial, 6 Inches 

Height, 23 Inches 

Eight Day Strike 

$4.75 

We can not fit Alarms in Calendar 
Clocks 




THALIA — Oak 

Barometer and Thermometer 






URANIA — Oak 

Barometer, Thermometer and Calendar 
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STAR LINE 

Barometer, Thermometer 
and Calendar 

Dial, 6 Inches. Height, 23 Inches 

Eight Day Strike 

$4.75 

Any Oak or Walnut Mantel Clocks 

fitted with Barometer, 

Thermometer and Calendar, 

95 cents additional, list. 

Fitted with Calendar only, 

40 cents additional, list 




AURORA — Oak 

Barometer, Thermometer and Calendar 



MINERVA — Oak 

Barometer, Thermometer and Calendar 
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Dial, 6 Inches Height, 23 Inches 
Eight Day Strike 
Calendar, Barometer 
and Thermometer. 

Topaz Calendar, Barometer 
and Thermometer 

$5.30 

Chicago Calendar, Barometer 
and Thermometer 

$5.70 

Any Oak Mantel or Hanging Clock 

Fitted with Calendar, 

40 cents additional, list. 

Fitted with Barometer 

and Thermometer, 
55 cents additional, list 




TOPAZ CALENDAR — Oak 

Barometer and Thermometer 



CHICAGO CALENDAR — Oak 

Barometer and Thermometer 
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PURITAN 

Dial 6 Inches. Height 24^ Inches 

Eight Day Strike 

$4.35 

Fitted with Alarms or Gongs, 

45 cents additional, list. 
Packed Six Clocks in a Box 

CABINETS 

Nos. 19-20-21 

Dial 6 Inches. Height 19^ Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles — Six Clocks in a 

Box 




PURITAN 



CABINET No. 19 
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CABINETS 

Nos. J 9-20-2 J 

Dial, 6 Inches 

Height, 19 \ Inches 

Eight Day Strike 

$3.50 

Fitted with Alarms or Gongs, 

45 cents additional, list. 

Three Styles— Six Clocks in a Box 



CABINET No. 20 




CABINET No. 21 
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CABINET No, 7 



Dial, 5 Inches Height, 15 £ Inches 

Eight Day Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 

45 cents additional, list. 

No. 7 has Natural Wood Columns. 

No. 8 has Imitation Onyx Columns. 

Packed Six Clocks in a Box 




CABINET No* 8 
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CABINETS 

Nos. 13 to 18 

Dial, 5 Inches 

Height, 15! Inches 

Eight Day. Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$4.75 

Fitted with Alarms, 

45 cents additional, list 








mm 






CABINET No, 13 



CABINET No. 14 
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CABINETS 

Nos. 13 to 18 

Dial, 5 Inches 

Height, 15 ^ Inches 

Eight Day. Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$4.75 

Fitted with Alarms, 

45 cents additional, list 
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CABINET No. 15 



CABINET No. 16 
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CABINETS 

Nos. 13 to 18 

Dial, 5 Inches 

Height, 15 1 Inches 

Eight Day. Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$4.75 

Fitted with Alarms, 

45 cents additional, list 










CABINET No, 17 



CABINET No. 18 
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CABINETS 

AtoF 

Dial, 5 Inches 

Height, 15^ Inches 

Eight Day Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 

45 cents additional, list 
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CABINET A 



CABINET B 
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CABINETS 

A to F 

Dial, 5 Inches 

Height, 15^ Inches 

Eight Day Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 
45 cents additional, list 
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<Pi ft 
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CABINET C 



CABINET D 
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CABINETS 

AtoF 

Dial, 5 Inches 

Height, 15J Inches 

Eight Day. Patent Regulator 

Half Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

$5.00 

Fitted with Alarms, 

45 cents additional, list 




CABINET E 



CABINET F 
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MILFORD — Oak or Walnut 

Dial, 12 Inches 
Eight Day, Time, $5.50 
Eight Day, Strike, 6.50 




LOBBY — Solid Oak 

Dial, 12 Inches 
Eight Day, Time, $7 00 



go 
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IONIC — Rosewood 

Dial, 10 Inches Height, 22 Inches 

Eight Day, Time, $6.15 Eight Day, Strike, $7.15 




IONIC — Mosaic 

Dial, 10 Inches Height, 22 Inches 

Eight Day, Time, $6.40 Eight Day, Strike, $7.40 



DROP OCTAGON — Solid Oak 




J 2-Inch Drop Octagon 



Dial, 12 Inches 
Eight Day, Time, 
" Strike, 

" Time, Calendar, 

" Strike, Calendar, 



Height, 25 Inches 



55-3° 
6.30 

5 7° 
6. 70 



10-Inch Drop Octagon 



Height, 21 Inches 



Dial, ro Inches 
Eight Day, Time, 
Strike, 
" Time, Calendar, 

" Strike, Calendar, 

8-Inch Drop Octagon 

Dial, 8 Inches Height, 19 Inches 

Eight Day, Time, . . . . j 

Strike, .... 

" Time, Calendar, 

" Strike, Calendar, 



55.00 
6.00 

5-4° 
6 40 



470 
5-7o 
5.10 
6.10 
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LYRIC 

Solid Oak 

Dial, 12 Inches Height, 27 Inches 

Eight Day, Time, . . $545 

" Strike, . . 6.45 

" Time, Calendar, . 5.85 

" Strike, Calendar, . 6.85 

DEW DROP 

Imitation Rosewood or Oak Finish 

Dial, 12 Inches Height, 23^- Inches 

Eight Day, Time, . . $555 

" Strike, . . 655 

" Time, Calendar, . 6.18 

" Strike, Calendar, . 7.18 




LYRIC— Solid Oak 



DEW DROP 

Imitation Rosewood or Oak Finish 



HARTFORD — Solid Oak 
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Dial, 12 Inches 

Eight Day Time, 

" Strike, 

" Time, Calendar, 

" Strike, Calendar, 



Height, 32 Inches 



$6.00 
7 00 

6 40 

7 4o 
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WESTERN UNION— Solid Oak 
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Dial, 12 Inches 


Height, 37 Inches 


Eight Day, Time, 


$6.45 


Eight Day, Strike, 


7-4 5 


Eight Day, Time, Calendar, 


6.85 


Eight Day, Strike, Calendar, 


7.85 






RELIANCE— Solid Oak 
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Dial, 12 Inches 
Eight Day, Time, 
Eight Day, Strike, 
Eight Day, Time, Calendar, 
Eight Day. Strike, Calendar, 



Height, 38^ Inches 



$7.60 
8.60 
8.00 
9.00 
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